To: Mylott, Richard[Mylott. Richard@epa.gov]; Jenkins, Laura Flynn[Jenkins. Laura@epa.gov]; 

McCiain-Vanderpooi, Lisa[Mcclain-Vanderpool. Lisa@epa.gov]; Davis, Tim[Davis. Tim@epa.gov]; Russo, 
Rebecca[Russo. Rebecca@epa.gov] 

From: Smith, Paula 

Sent: Tue 8/11/2015 1:02:18 AM 

Subject: FW: Animas Q&As 

Gold King Mine Q&As FINAL 3.pub 


Can someone please respond ? Then let’s begin posting these Q&As on web. Will make it so 
much easier to respond to reporters who keep asking the same questions. And then we can 
update as we know more. (And of course, new Q&As will need to be vetted.) Rebecca should 
be getting some good ones on the daily calls- already vetted if we’re providing answers to 
congressionals and media. Attached are the vetted Q&As to date. Can post these. 


- Paula 


From: Olivier Uyttebrouck [mailto:olivier@abqjournal.com] 
Sent: Monday, August 10, 2015 3:54 PM 
To: Smith, Paula 
Subject: Animas 


Paula: 


I heard the press conference today but I didn't have a chance to ask a question. 


Is contaminated water still being discharged from the King Mine? 


Ron Curry said that five New Mexico water systems have been closed. What are the 
five systems? 


Is there any precedent for this kind of a spill; any previous spills of this magnitude? 
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Thanks 


Olivier Uyttebrouck 
Albuquerque Journal 

505 - 823-3924 
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